GRANGE-OVER-SANDS  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT 


OP  THE 


MEDICAL  OFFICER  OF  HEALTH 


FOR  THE  YEAR 


1971 


GRANGE-OVER-SANDS'  URBAN  DISTRICT  COUNCIL 


Chairman  of  the  Cornell: 
J»  Riley,  Esq, 

0 0 0 


Public  Heqlth  Committee: 
(as  on  31st  December  1971) 


Chairman: 
Dr.  K.  K.  Wood 


Mrs.  E.  M.  Jeffers 
Mrs.  M.  E.  Webster 
Mrs.  E.  Wells 
E.  L.  Gill,  Esq. 


J.  Riley,  Esq, 

B.  Ward,  Esq. 

G.  M.  Webster,  Esq. 


~ — 0 0 0 — 


STAFF 


Medical  Officer  of  Health: 

Deputy  Medical  Officer  of  Health: 
Public  Health  Inspector: 

Medical  Officer's  Secretary: 


J. L. WILD,  M. A.  ,M.B.  ,M.R.C.S.  ,D.P.H. 

(to  6th  June  1 971 ) 

J.V.DYER,  M.B.  ,M.R.C.S.  ,D.P.H. 

(from  7th  June  1971) 

D.H.GAWITH,  M.R.C.S.  ,L.R.C.P.  ,D.P.H. 

J.D. SYME,  0.B.E.  ,P.A.P.H.I. 

B.Hall 


-1- 


CONTENTS 


Statistics  and  Social  Conditions  of  the  Area 

Page  7 

General  Provision  of  Health  Services  for  the  Area 

Page  13 

Prevalance  of,  and  Control  over  Infectious  Diseases 

Page  15 

Water  Supply 

Page  1 7 

Sewerage  and  Sewage  Disposal 

Page  19 

Housing 

Page  21 

Refuse  Collection 

Page  23 

Inspection  and  Supervision  of  Pood 

Page  25 

Public  Swimming  Baths 

Page  27 

Factories  Act,  19&1 

Page  29 

-3- 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b29264340 


To  the  Chairman  and  Members  of  Grange-over-Sands  Urban  District 
Council. 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  the  pleasure  to  present  for  your  consideration  this  Annual 
Report  on  the  health  and  sanitary  conditions  of  Grange-over-Sands  in 
respect  of  the  year  ending  51st  December  1971.  The  form  and  contents 
are  in  accordance  with  Circular  ^/rJ2  from  the  Department  of  Health. 

The  estimated  mid-year  population  of  3,520  is  230  more  than  that 
for  the  previous  year,  the  massive  adjustment  following  the  census 
held  earlier  in  1971.  Births  were  about  the  average,  at  24,  but  deaths 
- 66  - were  the  lowest  since  1964.  After  correcting  for  the  age-sex 
structure  of  the  population,  the  death  rate  is  considerably  lower 
than  that  for  England  and  Wales  as  a whole.  It  may  be  of  interest  to 
mention  that  36%  cf  the  Grange  population  is  over  pensionable  age. 

No  infectious  diseases  were  notified,  particularly  gratifying 
in  a tourist  resort,  where  adverse  publicity  following  a food 
poisoning  outbreak,  could  seriously  affect  the  industry  for  several 
seasons. 

Considerable  progress  has  been  made  in  the  joint  Cartmel 
Penninsular  Sewerage  Scheme,  planned  to  effedt  the  renewal  of  sewers 
in  Grange  and  adjacent  parts  of  North  Lonsdale  Rural  District, 
together  with  the  construction  of  a new  sewage  treatment  plant  which 
should  produce  an  effluent  well  within  modern  acceptable  standards. 

A joint  committee  has  been  set  up,  with  the  Rural  District  Council, 
and  members  heard  an  interesting  instructive  talk  from  the  Consulting 
Engineers . 

Once  again,  every  animal  slaughtered  at  the  private  slaughter 
house  was  inspected  post  mortem.  No  evidence  was  found  of  tuberculosis, 
well  illustrating  the  efficacy  of  the  national  cattle  T.B.  eradication 
measures. 

Dr. j. L. Wild,  for  many  years  your  Medical  Officer  of  Health 
retired  during  the  yean.  After  fo?^o:'gn  service  in  the  R.A.M.C.  he 
entered  the  field  of  social  and  preventive  medicine,  spending  the 
greater  part  of  his  career  in  this  area.  We  are  grateful  for  his 
work,  and  wish  him  a long  and  happy  retirement. 

At  the  time  of  writing  this  letter,  we  have  been  saddened  to 
learn  of  the  sudden  death  of  Mr.J.Syme  your  Public  Health  Inspector, 
who  only  recently  retired.  He  had  achieved  the  highest  honours  in 
the  Public  Health  Service,  and  was  a national  expert  in  diseases  of 

fish. 


Whilst  it  may  bo  true  that  the  amount  of  a Medical  Officer^ 
Report  that  is  read,  is  in  inverse  proportion  to  its  length,  the  aim 
is  two-fold 5 to  maintain  a continuous  record  of  the  area,  for  future 
historical  researchers  °9  and  to  provide  Members  with  a reference  book 
to  help  them  with  their  public  duties. 

I have  the  honour  to  be, 

Ladies  and  Gentlemen, 

Your  obedient  servant. 


J.  V.  DYER 


Medical  Officer  of  Health. 
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GENERAL  STATISTICS  OF  THE  AREA 


AREA  of  the  District  in  Acres  . . ..  . . 1,883 

POPULATION  Census  1961  . . . . . . 3,125 

1971  .0  ..  ..  3,627 

Registrar-general’s  estimate  mid  1971  3,520 

NUMBER  OF  INHABITED  DWELLINGS  .0  ..  ..  1,456 

RATEABLE  VALUE  1971  . . ..  ..  ..  £165,654 

SUM  REPRESENTED  BY  A PENNY  RATE  . . . . £1,558 


- 0 0 0 — — - 


The  Urban  District  of  Grange-over-Sands  is  situated  on  the  northern 
shore  of the  estuary  of  the  River  Kent  which  forms  part  of 
Morecambe  Bay. 

It  is  a residential  town  and  holiday  resort. 
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SUMMARY  OF  VITAL  STATISTICS  1971 


Male 

Female 

Total 

Live  births 

Legitimate 

12 

10 

22 

Illegitimate 

1 

1 

2 

Total 

13 

11 

24 

Still  Births 

0 

0 

0 

Deaths  of  Infants  under  1 year  of  age 

1 

0 

1 

Deaths,  all  ages 

30 

36 

66 

OOO 


Rates 

Livebirths  per  1000  population  - crude  rate  6.8 

adjusted  rate  16.0 


Infant  mortality  rate  per  1000  live  births  42.0 

Neonatal  mortality  rate  per  1000  live  births  42.0 


Deaths  per  1000  population  - crude  rate  18.8 


adjusted  rate 


8.3 


CLASSIFICATION  OF  CAUSES  OF  DEATH  DURING  1971 


Cause 

Male 

Female 

Total 

Malignant  Neoplasm,  mouth 

2 

- 

2 

intestine 

1 

2 

3 

1 ar /*.  » « « © 

1 

- 

1 

lung  and.  bronchus 

1 

- 

1 

breast 

- 

1 

1 

uterrs 

- 

1 

1 

prostate  . . 

1 

- 

1 

other  forms  »o 

- 

2 

2 

LGukaGima  © c oo  <> «»  oo 

1 

- 

1 

Diseases  of  the  Nervous  System 

- 

1 

1 

Ischaemic  Heart  Disease 

7 

12 

19 

Other  forms  of  Heart  Disease 

1 

- 

1 

Cerebrovascular  Disease 

6 

14 

20 

Other  diseases  of  the  Circulatory  System 

2 

1 

3 

PnGumonia  0 « 0 © © » o © 

1 

- 

1 

Bronchitis  and  Emphysema 

2 

1 

3 

Diseases  of  the  Digestive  System 

1 

- 

1 

Nephritis  and  Nephrosis 

1 

- 

1 

Birth  Injury 

1 

- 

1 

Motor  Vehicle  Accidents 

1 

- 

1 

All  other  Accidents 

- 

1 

1 

Total 

50 

56 

66 
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COMMENTS  ON  VITAL  STATISTICS 


1.  Population  The  Registrar-general’s  estimate  of  the  mid  1971 

population  was  3? 520.  It  will  he  seen  in  the  table 
on  the  following  page,  that  this  is  an  upward 
revision  of  several  hundred  over  the  previous 
mid  year  estimate,  and  in  fact  followed  the 
national  census  carried  out  in  the  spring. 

The  proportional  of  elderly  people  is  three  times 
that  of  the  national  figure.  No  less  than  36.0% 
of  the  inhabitants  are  of  pensionable  age. 


2.  Births  In  1971?  24  births  were  registered,  three  more  than 

in  the  previous  year,  which  gives  a crude  birth 
rate  of  only  6.8  per  1000  population.  This  figure 
by  itself,  is  both  ridiculous  and  meaningless,  as 
the  population  age  and  sex  structure  is  so  very 
different  from  that  of  the  rest  of  the  country. 

To  make  direct  comparisons  possible,  with  any 
other  district,  the  crude  rate  is  modified  by  a 
’’comparability  factor”,  and  on  doing  this,  the 
adjusted  birth  rate  becomes  16.0  - exactly  the 
same  as  for  England  and  Wales  as  a whole. 


3.  Deaths  The  total  number  of  deaths  from  all  causes  in  1971 

was  66,  not  only  eleven  fewer  than  the  previous 
year,  but  indeed,  the  lowest  for  nearly  ten  years. 
However,  there  were  42  more  deaths  than  births, 
which  may  give  the  impression  that  the  town  is 
particularly  unhealthy,  or  had  been  stricken  by  a 
virulent  epidemic.  To  add  coldur  to  this,  the 
crude  death  rate  is  18.8  per  1000  population,  well 
above  the  rate  for  England  and  Wales,  which  was 
only  11.6.  This  paradox,  like  the  crude  birth  is 
explained  once  again  by  the  age-sex  structure  of 
the  community.  After  allowing  for  this,  and 
multiplying  the  crude  rate  by  the  "comparability 
factor”  the  adjusted  rate  becomes  8.3  per  1000 
population  - much 'more  realistic,  better  than  the 
country  as  a whole,  and  proving  beyond  doubt  that 
Grange-over-Sands  is  an  exceptionally  healthy  town 
in  which  to  live. 

No  less  than  88%  of  deaths  occurred  in  people  aged 
over  75  years. 

"Happy  the  year,  the  month,  that  finds  alive 
L worthy  man  in  health  at  seventy-five” 

Coleridge  to  Wordsworth  on  his  75th  birthday. 
Once  again,  there  were  no  deaths  from  maternal 
causes. 


Infant  Mortality 

One  baby  died  soon  after  birth,  from  a condition 
which  could  not  have  been  anticipated,  and  not 
influenced  by  any  factors  in  the  external 
environment . 
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Adjusted  live  birth  rate  1971  (comparability  factor  2.36)  = 16.0  per  1,000.  Birth  rate  England  & wales 

1971  = 16.0  per  1,000 

Adjusted  death  rate  1971  (comparability  factor  0.44)  = 10.0  per  1,000.  Death  rate  England  & Wales 

1971  =11.6  per  1,000. 


GENERAL  PROVISIONS  OF  THE  HEALTH  SERVICES 


FOR  THE  AREA 


Two  Health  Visitors  are  based  at  the  Child  Health  Clinic, 
Parish  Hall,  Kents  Bank  Road,  Grange-over-Sands , and  are  always 
pleased  to  advise  and  assist  enquirers  regarding  the  Health 
Services.  As  far  as  is  possible,  they  are  always  there  between 
9.0am.  and  10.30am. 


laboratory  Fac. ili t ies 

The  bacteriological  examination  of  milk  and  water  saprples, 
as  well  as  of  specimens  of  faeces,  etc.  from  individual 
patients,  is  carried  out  at  the  Public  Health  Laboratory, 
Preston.  Chemical  analyses  of  milk  and  water  are  performed 
by  the  County  Analyst. 


Ambulance  Service 

Fully  equipped  ambulances,  including  a special  vehicle  for 
mountain  work,  are  stationed  at  Ulverston  and  Grange-over- 
Sands . 


Domiciliary  __  Sorvi  ces 

The  Lancashire  County  Council  has  a full  staff  of  Health 
Visitors,  District  Nurses,  Midw.ives,  Social  Workers  and 
Home  Helps,  who  look  after  the  hea,lth  and  v/elfare  of 
people  in  their  own  homes.  These  are  administered  from 
the  Divisional  Health  Office.  Ulverston. 


Clinics 


Child  Health  Centres s~ 

Grange-over-Sands,  Parish  Hall,  Kents  Bank  Road 

First  and  third  Tuesday  each  month,  2 to  4pm 

Flookburgh,  Village  Hall 

Second  and  fourth  Tuesday  each  month, 2 to  4pm 


Hospitals 

Infectious  Diseases  ~ Devonshire  Road  Hospital,  Barrow 
Tuberculosis  - High  Carley  Hospital,  Pennington 
Venereal  Disease  ™ Devonshire  Road  Hospital,  Barrow 
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PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS  DISEASE 


Not ifiable  Infections 

It  is  a pleasure  to  report  that  not  one  case  of  infectious 
disease  was  notified  to  the  Health  Department  during  the  year. 

The  position  over  the  past  few  years  is 


|l965 

1966 

1967 

1968  | 

1969 

1970 

| 1971 

Measles  2 

5 

45 

6 | 

1 

25 

- 

Whooping  cough  j - 

- 

1 

- 

1 

- 

Scarlet  fever  - 

- 

- 

3 | 

- 

1 

- 

TOTALS  | 3 

5 

46 

9 

1 

27 

0 

Measles  typically  assumes  epidemic  proportions  in  alternate 
years,  and  in  theory,  should  recur  in  1972.  However,  for  the 
past  three  years,  a protection  vaccine  has  been  available,  and 
perhaps  Measles,  like  Diphtheria  and  Poliomyelitis  will  soon  be 
eliminated. 

As  a tourist  resort,  we  pay  great  regard  to  food  hygiene, 
in  restaurants,  shops  and  hotels,  and  thankfully,  no  cases  of 
food  poisoning  or  dysentery  occurred. 

Only  three  names  remain  on  the  tuberculous  register. 


Vaccination  and  Immunisation 


Under  the  National  Health  Service  a comprehensive  free  service 
for  immunisation  and  vaccination  is  available.  At  present, 
protection  is  offered  against  diphtheria,  whooping  cough,  tetanus, 
poliomyelitis  and  measles,  at  school  clinics,  child  health  centres, 
and  by  most  general  medical  practitioners. 

B.C.G.  Vaccination  against  tuberculosis  is  offered  to  older 
children,  and  a vaccine  against  Rubella  (German  Measles)  to  older 

school  girls. 

During  the  year,  it  was  decided  to  discontinue  the  routine 
vaccination  of  babies  against  smallpox. 

The  next  table  shows  the  number  of  children  by  year  of  birth, 
who  were  vaccinated  or  immunised  against  certain  infectious 
diseases  in  1971. 


Year 

of  birth 

Total 

j 1971 

1970 

1969 

1968 

1966  & 
1967 

Measles 

- 

16 

16 

1 

2 

35 

Poliomyelitis 

- 

29 

4 

2 

1 

36 

Whooping  cough 

1 4 

29 

4 

2 

0 

39 

Diphtheria 

1 4 

30 

4 

2 

0 

40 

Whilst  the  local  response  to  these  preventive  measures  has 
been  fairly  well  maintained  in  recent  years,  there  is  still  much 
room  for  improvement. 
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SANITARY  CIRCUMSTANCES  OF  THE  DISTRICT 


WATER  SUPPLY 


The  domestic  water  supply  for  the  Grange  Urban  District  is 
supplied  by  the  Furness  Water  Board. 


The  gathering  grounds  are  uncultivated  moorland  which  are 
grazed  by  sheep  and  are  situated  at  Chapel  House  Plantation  in 
the  Parish  of  Staveley  in  the  North  Lonsdale  Rural  District, 
supplying  the  reservoir  at  Simpson  Ground,  and  a further  area 
at  Newton-in-Cartmel  where  two  smaller  reservoirs  and  treatment 
works  are  situated. 


The  total  capacity  of  the  reservoirs  is  72  million  gallons. 
Water  is  piped  from  Simpson  Ground  reservoir  and  can  be  fed 
either  into  the  reservoirs  at  Newton  or  directly  to  the 
filtration  plant. 


The  treatment  plant  consists  of  eight  pressure  filters  with 
the  necessary  chemical  tanks  etc.  Chemicals  which  are  added  to 
assist  filtration  are  Sulphate  of  Alumina  and  Sodium  Carbonate. 
After  filtration  lime  is  added,  the  water  is  chlorinated  and 
passes  to  covered  storage  tanks  having  a capacity  of  140,000 
gallons,  thence  to  the  trunk  mains  for  distribution. 


There  are  three  service  reservoirs  in  Grange,  at  Windermere 
Road,  (150,000  gallons),  Hampsfell  (200,000  gallons)  and 
Wartbarrow  (200,000  gallons)  which  serve  as  reservoirs  in  case  of 
interruption  in  trunk  mains  and  also  for  equalising  demand  in  the 
mains . 


There  are  no  private  water  supplies  in  the  area  and  all 
houses  have  a piped  water  supply. 


The  water  was  satisfactory  in  quality  and  quantity  throughout 
the  year. 
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SEWERAGE  AND  SEWAGE  DISPOSAL 


All  the  houses  in  the  Urban  District  are  provided  with 
fresh  water  closets. 


During  the  year,  27  new  properties  were  connected  to  the 
main  sewerage  system. 


The  Urban  District  is  sewered  in  the  main  on  a combined 
system  although  some  of  the  houses  have  rainwater  drains  leading 
to  soakaways  within  their  own  curtilage. 


Disposal  is  by  settlement  tanks  and  screening  followed  by 
discharge  into  the  tidal  estuary. 


Most  of  the  district  is  sewered,  apart  from  isolated  areas 
which  are  dependent  on  septic  tanks.  These  areas  are  briefly, 
the  higher  parts  of  Grange  Fell,  the  Slack  area  of  Windermere 
Road,  Lyndene  Estate,  a number  of  farms  and  Holme  Island. 


Sewage  from  the  lower  end  of  Grange  adjacent  to  the 
railway  station  is  collected  in  a well  situated  in  the  Ornamental 
Gardens  where  dual  pumps  are  installed  to  lift  the  sewage  into 
the  main  outfall  sever.  This  Sewer  runs  the  full  length  of  the 
Promenade  from  the  station  to  the  main  outfall  tanks,  where 
sewage  is  screened  and  discharged  into  the  estuary.  The  high 
parts  of  the  town  (excluding  the  Kents  Bank  and  Cart  Lane  area) 
discharge  into  the  tributary  sewers  which  ultimately  join  the 
main  sewer  on  the  Promenade. 


In  the  Kents  Bank  area  the  main  outfall  sewer  passes 
under  the  railway  adjacent  to  Kents  Bank  Station  and  then  along 
the  seaward  side  of  the  railway  embankment  to  a settling  tank 
(situated  at  Kirkhead  End),  the  outfall  from  which  discharges 
into  the  estuary. 


The  Cart  Lane  area  drains  into  a settlement  tank  and  then 
discharges  via  a tidal  door  into  the  estuary. 


The  sewage  disposal  arrangements  fall  far  short  of  modern 
requirements  and  in  1968  a consultant  engineer  was  engaged  to 
advise  on  the  best  method  of  bringing  them  up  to  standard.  He 
produced  three  possible  schemes,  of  which  your  Council  considered 
the  best  would  be  a joint  scheme  with  the  North  Lonsdale  Rural 
District  Council.  This  would  serve  the  Urban  District  and  the 
adjacent  parts  of  the  Rural  District  in  the  Cartmel  Peninsular 
and  a modern  treatment  works  would  be  provided  which  would 
produce  an  effluent  acceptable  for  discharge  into  the  estuary. 

A joint  Committee  has  been  set  up,  and  authority  given  for  the 
scheme  to  go  ahead. 
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HOUSING 


The  standard  of  housing  in  Grange  is  good,  slum  clearance  ' 
being  unnecessary.  The  older  houses  are,  in  the  main,  stone 
structures,  whilst  the  more  modern  type  are  of  brick  and/or 
stone.  Many  of  the  older  houses  have  been  converted  into  flats 
and  in  the  Grange  Fell  area,  where  there  is  a large  proportion 
of  smaller  and  older  dwellings,  the  properties  are  in  a 
reasonable  state  of  repair,  the  majority  being  owner-occupied 
and  many  having  had  improvements  carried  out  to  provide  modern 
facilities.  There  are  no  narrow  back  streets  causing  over- 
shadowing and  lack  of  air  space. 

No  conditions  of  overcrowding  were  discovered  during  the 

year. 


1 . 


Number  of  new  dwellings  erected  during  the 


Houses  Flats  and 
Maisonettes 

(1)  By  the  Local  Authority  - - 

(2)  By  other  Local  Authorities  - - 

(3)  By  other  bodies  or  persons  18  9 


2.  Total  No.  of  Council-owned  dwellings  existing  at  end  of  years-  125 


3 . Inspections  of  dwellings  during  the  year; - 

(1)  (a)  Total  No.  of  dwellings  inspected  formally  or 

informally  for  housing  defects  (under  Public 

Health  or  Housing  Acts)  ..  ..  4 

(b)  No.  of  inspections,  formal  or  informal,  made  for 

the  purpose  . . . . . . 8 

(c)  No.  of  dwellings  in  (a)  above  found  to  be  not  in 
all  respects reasonably  fit  for  human  habitation 

but  capable  of  being  rendered  fit  . . Nil 

(2)  Total  No.  of  dwellings  existing  at  end  of  year  which 
were  unfit  for  human  habitation  and  not  capable  at 
reasonable  expense  of  being  rendered  fit  and  in 
respect  of  which 

(a)  Demolition  Orders  have  been  made  (at  any  time)  Nil 

(b)  Demolition  or  Closing  Orders  have  not  yet  been  made  Nil 


4 • Houses  Demolished  during 


Nil 


5.  Unfit  Houses  Closed r- 

Parts  of  buildings  closed  under  Section  18  Housing  Act, 1957  Nil 
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6.  Unfit  Houses  made  Fit  and  Houses  in  which  Defects 
were  Remedied s- 


Nil 


7. 


Unfit  Houses 


Use  (Housing  Act,  1957) s - 


Nil 


8.  Houses  in  Clearance  Areas  Purchased  by  Agreements-  Nil 


9.  Housiiy;  Act,  -1969.  Improvement  Grants,  etc:-.  Nil 


it).  Housing  Acts,  1961,  1964  and  1969  - 
Standard  Grants.- 

No.  of  dwellings  or 
other  buildings 

V " "■ 

affected 

Action  during  year; 

Owner 

Occupied 

Others 

(l)  Applications  submitted  to  local  authority 

for  improvement  to 

(a)  full  standard 

6 

- 

(b)  reduced  standard 

- 

- 

(2)  Total  applications  approved  by  local 

authority  for  improvement  to 

(a)  full  standard 

4 

- 

(b)  reduced  standard 

- 

- 

(3)  Work  completed 

2 

- 

CARAVAN  AND  CAMPING  SITES 


One  site  licence  was  in  operation  under  the  provisions  of  the 
Caravan  Sites  and  the  Control  of  Development  Act,  I960.  The  total 
number  of  caravans  concerned  in  the  licencing  was  70  and  all 
licences  were  for  use  of  the  site  between  March  and  October.  No 
caravans  were  permanently  occupied  and  the  conditions  imposed  by 
the  Council  were  based  on  the  Model  Standard  issued  by  the  Ministry 
of  Housing  and  Local  Government  in  respect  of  holiday  caravan  sites. 

Routine  visits  were  made  to  the  site  which  was  well  maintained 
and  discussions  were  held  with  owners  and  occupiers.  Checks  were 
made  on  caravans  stored  on  private  property. 
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REFUSE  COLLECTION  AND  DISPOSAL 


All  the  houses  in  the  district  have  moveable  dustbins  which 
are  renewable  by  the  owners  or  the  occupiers  of  the  property. 

A weekly  collection  cycle  is  usually  maintained,  although 
difficulties  arise  when  any  of  the  staff  are  absent  due  to  holidays 
or  sickness. 

The  whole  of  the  refuse  is  dealt  with  at  the  Council’s 
incinerator,  and  non-combustible  materials,  screenings  etc.  are 
tipped  adjacent  to  the  incinerator. 


OFFICES,  SHOPS  & RAILWAY  PREMISES  ACT,  1963 


Class  of  premises 

Offices 

Retail 
| shops 

Wholesale 
shops , 
ware- 
houses 

Catering 
establish- 
ments open 
to  public, 
canteens 

Fuel 

storage 

depots 

(l)No.  of  registered  premises 
at  end  of  year 

16 

: 50 

- 

18 

- 

(2)No.  of  registered  premises 
receiving  a general 
inspection  during  year 

16 

I 50 

- 

18 

- 

(3)No.  of  exemptions  current 
at  end  of  years- 

Space  (S.5.(2)). 

Temperature  ( S . 6 . ) 

- 

- 

- 

- 

- 

Sanitary  conveniences  (S.9) 

- 

- 

- 

- 

- 

Washing  facilities  (S.10) 

— 

— 

— 

“ 

— 

(4)No.  of  visits  of  all  kinds  by 
premises 

inspectors  i 

;o  registered 

95 

(5)No.  of  prosecutions  during  year 


Nil 


INSPECTION  AND  SUPERVISION  OF  FOOD 


MEAT  INSPECTION 


There  is  one  private  slaughterhouse  in  the  district.  All 
animals  slaughtered  were  inspected  post-nortem. 


Cattle 

Sheep 

excluding 

Calves 

and 

Pigs 

Cows 

Lambs 

Number  killed 

137 

— 

471 

38 

Number  inspected 

137 

— 

471 

38 

nil  diseases  ex? — t Tuberculosis 

( _ ■ ? cos is 

bnole  carcases  condemned 

rn 

Carcases  of  which  seme  part  or 
organ  was  condemned 

20 



14 

Percentage  cf  ranker  inspected 
affected  with  disease  other  than 
Tuberculosis  and  Cysticcrcosis 

14-6% 

— 

2.9% 

rmm 

Tuberculosis  only  - No.  affected 

- 

- 

- 

- 

Cy  slice  r go  'r  i 

Carcases  of  whi  h some  part 

or  organ  was  condemned 

Carcases  submitted  to  treatment 

“ 

"■ 

by  refrigeration 

Generalised  and  totally 

— 

— 

** 

““ 

condemned 

— 

- 

— 

- 

MILK  SUPPLY 

Samples  for  Biological  Examination 


1 Total  No. 

of  samples 
l submitted 

Results 

Positive 

Negative 

No  result 

Results s~  2 

(a)  Tuberculosis 

(b)  Brucellosis  - Ring  Test 

(c)  Brucellosis  ~ Culture  Test 

(d)  Brucellosis  - Biological  Test 

** 

- 

- 

Nil 

2 

- 

- 

- 

- 

- 

- 
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RODENT  CONTROL 


The  Council  administer  their  duties  under  the  Prevention  of 
Damage  by  Pests  Act,  1949>  with  the  use  of  one  part-time  rodent 
operator  who  although  a full-time  employee,  only  spends  part  of 
his  time  on  rodent  control „ 

165  Inspections  of  no n-agri cultural  properties  were  carried 
out  and  113  were  found  to  require  treatment  for  either  rat  or 
mouse  infestation. 

Test  baiting  of  the  sewers  was  carried  out.  All  the  manholes 
on  the  system  were  checked,  but  no  "takes"  were  recorded. 


SCHOOLS 


There  are  3 schools  within  the  district.  All  have  a 
satisfactory  mains  water  supply  and  sanitary  accommodation,  and 
are  provided  with  dustbins.  2 are  drained  to  the  public  sewer, 
and  one  is  to  Private  Treatment  Works. 


PUBLIC  SWIMMING  BATHS 


The  Council  own  an  open-air  bathing  pool  situated  on  the 
Promenade  and  having  a capacity  of  450 , 000  gallons.  The  pool 
is  open  for  use  from  May  to  September  and  in  addition  to  general 
public  use  is  used  by  the  schools  in  neighbouring  areas  for 
swimming  instruction. 

At  suitable  tides,  sea  water  is  drawn  off  into  settling 
tanks  and  thence  via  the  filters  to  the  pool.  When  the  pool  is 
full,  the  tanks  are  used  as  balancing  tanks  throughout  the 
season. 

During  use,  the  water  is  continuously  filtered  and 
chlorinated,  the  "turn-over"  period  being  72"  hours. 

The  plant  consists  of  two  nine  feet  diameter  horizontal 
pressure  filters  complete  with  chemical  tanks,  aerator,  circulating 
pump  etc.  and  chlorinator.  Sulphate  of  Alumina  and  Sodium 
Carbonate  are  added  to  the  water  to  assist  filtration. 

During  the  season,  water  samples  taken  for  bacteriological 
examination  have  been  classified  as  highly  satisfactory. 


OFFENSIVE  TRADES 


There  are  no  offensive  trades  operating  in  Grange. 
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FACTORIES  ACT,  1961 


Annual  Report  of  the  Medical  Officer  of  Health 
in  respect  of  the  year  1971  for  the  Grange-over-Sands 
Urban  District  in  the  County  of  Lancashire. 

Prescribed  Particulars  on  the  Administration 
of  the  Factories  Act,  1961. 


Part  1 of  the  Act. 


1 - Inspections  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  the  Public  Health  Inspectors). 


Premises 

Number 

on 

Register 

Number  of 

1 Written 
Inspections  Notices 

Occupiers 

Prosecuted 

Factories  in  which  sections  1,2,3> 

4 and  6 are  to  be  enforced  by 

Local  Authorities 

Nil 

- 

- 

- 

Fa&tories  not  included  above  in 
which  Section  7 is  enfoi'ced  by 
the  Local  Authority 

14 

14 

Nil 

Nil 

Other  premises  in  which  Section  7 
is  enforced  by  the  Local  Authority 
(excluding  outworkers  premises) 

Nil 

- 

- 

TOTAL 

14 

14 

Nil 

Nil 

2 - Cases  in  which  defects  were  found. 


Particulars 

Found 

Remedied 

Refei 
To  H.M. 
Inspector 

'red 

By  H.M. 
Inspector 

Want  of  cleanliness  (SI ) 

„„ 

_ 

Overcrowding  (S2) 

- 

- 

- 

- 

Unreasonable  temperature  (S3) 

- 

- 

- 

- 

Inadequate  ventilation  (S4) 

- 

- 

- 

- 

Ineffective  drainage  of  floors (S6) 

- 

- 

- 

- 

Sanitary  conveniences  (S7) 

(a)  Insufficient 

, 



(b)  Unsuitable  or  defective 

3 

3 

- 

- 

(c)  Not  separate  for  sexes 

- 

- 

- 

— 

Other  offences  against  the  Act 
(not  including  offences  relating 
to  outwork) 

. 

_ 

TOTAL 

3 

3 

- 

No  prosecutions  were  instituted. 


Part  VIII  of  the  Act 

Particulars  under  Sections  155  and  134 

No.  of  outworkers  in  August  list  Nil 

No.  of  cases  of  default  in  sending  lists  to  Council  Nil 
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